UHRC/LAPD: Grey Water Leakage and Street Lig... 


Subject: UHRC/LAPD: Grey Water Leakage and Street Light Bypassed 
From: Alejandro Perez <alejandro.perez@lacity.org> 

Date: 4/27/20, 12:16 PM 

To: Cristian Tafoya <cristian.tafoya@lacity.org> 

CC: Cody Derosa <41105@lapd.online>, Christopher Aboyte 
<41906@lapd.online>, Joseph Carter <38835@lapd.online>, Jerald Case 
<36032@lapd.online> 

BCC: sarah.bell@lacity.org 

Hi Cristian, 

Could you kindly have UHRC address the leaking vehicle ( # 3AOH841 or # 
7UAY411) located at 16065 Foothill Blvd? 

Please see attachment below. 

Also, HOPE Team and SLO Carter are cc'd to notify them the street light has been 
bypassed and it's energy unlawfully utilized, as of 5:23 a.m. today. Reference 
attached below. 

Thank you, 

Alejandro Perez 



Alejandro Perez MPA, Council Aide 

Councilwoman Monica Rodriguez, 7th District 
14117 Hubbard St, #D1, Sylmar, CA 91342 

Phone: 818-756-8409 Fax: 818-356-4857 
www.monicarodriquez.org 
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